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Indian Standard 

METHOD FOR DETERMINATION OF 
STIFFNESS OF FABRICS — CANTILEVER TEST 

0. FOREWORD 

0.1 This Indian Standard was adopted by the Indian Standards Institution 
on 31 December 1971 after the draft finalized by the Physical Methods 
of Test Sectional Committee had been approved by the Textile Division 
Council. 

0.2 In the preparation of this standard assistance has been derived from 
the following: 

BS 3356 : 1961 Determination of Stiffness of cloth, British Standards 

Institution. 
ASTM Designation : D 1388-64 Methods of test for stiffness of fabrics. 
American Society for Testing Materials. 

0.3 In reporting the result of a test made in accordance with this 
standard, if the final value, observed or calculated, is to be rounded off, it 
shall be done in accordance with IS : 2-1960*. 



1. SCOPE 

1.1 This standard prescribes a method for determination of stifTness of 
fabrics made from any textile fibre or a blend of two or more textile 
fibres. 

1.2 This method of test is not suitable for fabrics which are very limp or 
which curl or twist badly when cut into small pieces; in general, this 
method is more suitable for testing woven fabrics than for testing knitted 
ones. 

2. PRINCIPLE 

2.1 The principle employed is to measure a particular length of the fabric 
specimen of specified dimensions which when used as a cantilever bends to 
a constant angle under its own weight. 
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3. TERMINOLOGY 

3.0 For the purpose of this standard, the following definitions shall be 
used, 

3.1 StiflFness — Resistance of fabric to bending. 

3.2 Flexural Rigidity — Ratio of the small change in bending moment 
per unit width of the material to the corresponding small change in the 
curvature, expressed in milligram centimetres (mg-cm). 

3.2.1 This quantity is a measure of the resistance of cloth to bending 
by external forces. It is related to the quality of stiffness that is appre- 
ciated when a fabric is handled; that is, the cloth having a high flexural 
rigidity tends to feel stiff. 

3.3 Bending Length — Cube root of the ratio of the flexural rigidity 
( milligram-centimetres ) to the weight per unit area ( milligram per 
square centimetre) of the fabric. Bending length equals half the length of 
rectangular strip of fabric that will bend under its own weight to an 
angle of 41*5°. It is also equal to the length of a rectangular strip of 
materials that will bend under its own weight to an angle of 7'1°. It is 
expressed in centimetres, 

3.3.1 This quantity is one of the factors that determines the manner 
in which fabric drapes. It is related to the quality of the stiffness that is 
appreciated by visual examination of the draped material, that is, the 
cloth having high bending length tends to drape stiffly. 

4. SAMPLING 

4.1 Follow the method of drawing the test sample from the gross sample 
with respect to the lot as given in the relevant specification for the 
material or as agreed to between the buyer and the seller. 

Note — For cotton fabrics, IS: 3919-1966* may be followed. 

5- PREPARATION OF TEST SPECIMENS 

5.1 From the samples, as selected in 4.1 cut rectangular warpway and 
weftway test specimens of 25x200 mm size preferably with the help of 
a template from different portions of the sample under test. The 
lengthwise direction of specimens shall be parallel to the warp or weft 
direction for which the stiffness is to be determined. Specimens cut in 
each direction shall be scattered as far as possible so that no two warpway 
specimens contain the same set of warp yarns and no two weftway speci- 
mens contain the same set of weft yarns. Avoid selvedges ( within 10 cm ), 



♦Methods for sampling cotton fabrics for determination of physical characteristics, 
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end portions, creased or folded places ( see Note ). The specimens shall be 
handled as little as possible. 

Note — Reference to Indian Standard Method for preparing test specimens from 
fabric samples ( under preparation ) be made for details of preparing test specimens from 
fabric samples. 

6. ATMOSPHERIC CONDITIONS FOR CONDITIONING 

AND TESTING 

6.1 Prior to test, the fabrics shall be conditioned to moisture equilibrium 
and tested in standard atmospheric conditions of 65 ± 2 percent RH and 
27 ± 2^C temperature as laid down in IS : 6359-1971*. 

7. APPARATUS 

7.1 StiflFness Tester — having the following parts: 

a) Horizontal Platfrom — It shall hav£ a minimum area of 40x200 
mm and a flat smooth and low friction surface, such as polished metal. It 
shall be preferably equipped with spirit level for levelling. 

b) Indicator — It shall be inclined at an angle of 41*5° below the 
plane of the platform surface from the edge of the platform. 

c) Scale -^ It shall be of 25x200 mm weighing 10 ± 2 g/cm with 
rough bottom surface to grip the specimen and graduated in centimetres 
and millimetres. 

8. PROCEDURE 

8.1 Place the tester on a table or bench so that horizontal platform and 
inclined reference line are at eye level of the operator. Adjust the plat- 
form with the help of a spirit level so that it is horizontal. 

8.2 Place one of the specimens on the platform with the scale on top of it 
lengthwise and the zero of scale coinciding with the leading edge of the 
specimen. Holding the scale in the horizontal plane, start pushing the 
specimen and the scale slowly and steadily when the leading edges project 
beyond the edge of the platform. An increasing part of the specimen will 
over hang and start bending under its own weight. Keep an eye in such 
a position that the two incHned line ( of the inchned plane making an 
angle of 41-5° with the horizontal) of the tester coincide. Stop pushing 
the specimen when its tip reaches the level of inclined plane. If the 
specimen has a tendency to twist, take a reference point at the centre of 
the leading edge. Do not measure the specimen which twists more than 
45°. Note down the length of the over-hanging portion from the scale 
to the nearest millimetre. 



♦Methods for conditioning of textiles. 
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8.3 Take four readings from each specimen with each side up^ first _at one 
end and then at the other. 

Note — A typical sketch of stiffness tester is given in Fig. 1. 
-SCALE 

DATUM LINE 

SPECIMEN 




Fig. 1 Apparatus for Determining Stiffness 

8.4 Similarly, test at least 4 test specimens for each warpway and 
weft way. 

8.5 Determine the weight per unit area of the fabric according to 
IS : 1964-1970* and express in terms of milligrams per square centimetre. 
Alternatively the weight per unit area can be determined by weighing 
all the warpway and weftway test specimens together after completion 
of stiffness test. 



♦Methods for determination of weight per square metre and weight per linear metre 
of fabrics {first revision ). 
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9. CALCULATIONS 

9.1 Calculate the average of the four readings for each test specimen. 
Determine the average of the values for the warpway and weftway test 
specimens separately, 

9.2 Determine the bending length, the flexural rigidity for warpway and 
weftway specimens and the overall flexural rigidity by the following 
formula: 

a) Bending length 



C-: — cm 



where 



L = the mean length of over-hanging portion in centimetres. 

b) Flexural rigidity 

G = PK X ( y j mg-cm 

where 

W = weight per unit area of the fabric in milligrams per 
square centimetre. 

c) Overall flexural rigidity 

Go = V^iwXO/ 
where 

G^ = warpway flexural rigidity, and 

Gf = weftway flexural rigidity, 
10. REPORT 
10.1 The report shall include the following information; 

a) Type of fabric, 

b) Number of test specimens tested: 

1) Warpway, and 

2) Weftway. 

c) Bending length: 

1 ) Warpway and 

2) Weftway. 

d) Flexural rigidity: 

1) Warpway, and 

2) Weftway. 

e) Overall flexural rigidity, if required. 
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